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Message Text 



UNCLASSIFIED 

PAGE 01 SINGAP 02600 270829 Z 
15 

ACTION OPIC-12 

INFO OCT-01 EA-11 ADP-00 EB-11 AID-20 /055 W 

061689 

R 270801 Z JUN 73 
FM AMEMBASSY SINGAPORE 
TO SECSTATE WASHDC 9024 

UNCLAS SINGAPORE 2600 

E. O. 11652: N/A 
TAGS: EFIN, EAID, SN, 

SUBJECT: UNITED CENTRIF UAL PUMP 

REFERENCE: SINGAPORE 2277 

FOR OPIC 

1. EMBASSY HAS BEEN ASKED ONCE AGAIN BY MINISTRY OF 
FINANCE FOR INFORMATION ON LOAN REQUESTED IN REFTEL. 

2. THEY STATED THAT EXEMPTION FROM WITHHOLDING TAX 
ONINTEREST PAYABLE TO OPIC WILL BE CONSIDERED ON 

A CASE BY CASE BASIS. HOWEVER, BEFORE DECISION CAN 
BE MADE ON LOAN TO UNITED CENTRIFUGAL PUMP, THEY MUST 
HAVE DATA ON REPAYMENT PERIOD OF LOAN AND RATE OF 
INTEREST. 

3. PLEASE ADVISE ASAP. 

CRONK 



UNCLASSIFIED 



NNNNMAFVVZCZ 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 JUN 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973SINGAP02600 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: SINGAPORE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9730631 /aaaajrma. tel 

Line Count: 50 
Locator: TEXT ON-LINE 
Office: ACTION OPIC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 SINGAPORE 2277 
Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04-0ct-2001 by phillir0>; APPROVED <06-Feb-2002 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 980303 
Subject: UNITED CENTRIF UAL PUMP 
TAGS: EAID, EFIN, SN 
To: OPIC 

SECSTATE WASHDC 
Type: TE 
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